34      DOCKETED ITEMS

9106200123 Forwards "Reactor Containment Bldg Integrated Leak Rate Test Browns
Ferry Nuclear Plant Unit 2 Conducted on 910317-18." Test performed to demonstrate
continuing leak-tight integrity of reactor btdg primary containment,
WALLACE EG   Tennessee Valley Authority. 91/06/17.  Document Control  Branch
(Document Control Desk). 2pp. 58204:189-58204:292.

-9106200125 "Reactor Containment Bldg Integrated Leak Rate Test.Browns Ferry Nu-
clear Plant Unit 2 Conducted on 910317-18."
* Tennessee Valley Authority. 91/05/30. 100pp. 58204:192-58204:292.

9106240178 Submits results of 910604-05 senior manager review of performance of nu-
clear power plants to focus resources on those plants & related issues of greatest
safety significance.

TAYLOR.J.M.    Ofc    of    the    Executive    Director    for    Operations.    91/06/18.
KINGSLEY.O.D. Tennessee Valley Authority. 3pp. 58195:216-58195:218.

Q. Inspection reports, IE Bulletins & correspondence

9106110122 Informs of reversal of NRC decision not to respond to seventy level IV & V
notices of violations when responses completely acceptable.

WILSON.BA Region 2 (Post 820201). 91/05/14. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 57998:107-57998:110.

9105090386 NRC tnfo Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consotidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106050260 Forwards insp rept 50-260/91-202 on 910415-19.No issues identified that
would affect restart of facility.Verified appropriate corrective actions implemented to
address restart concerns identified in original insp.

VARGA.S.A.    Division   of    Reactor   Projects   -    l/ll    (Post   870411),   91/05/30.
NAUMAN.DA Tennessee Valley Authority. 3pp. 58008:166-58008:183.

-9106050264 Insp rept 50-260/91-202 on 910415-19.No violations noted. Major areas
inspected:operations & operations support activities.unit separation program & field
implementation & corrective actions re restart concerns.

KOLTAY.P.S., NORKIN.D.P., IMBRO.E.V Special Inspection Branch. 91/05/28. 13pp.
58008:169-58008:183.

9106050272 Responds to NRC 910412 Itr re open items noted in Operational Readi-
ness Assessment Team Insp Rept 50-260/91-201.Corrective actions:Site Std Practice
2.2 developed re writing instructions & writers guides.

ZERINGUE.O.J. Tennessee Valley Authority. 91/05/30. Document Control Branch
(Document Control Desk). 13pp. 58008:070-58008:082.

9106060109 Forwards Insp Repts 50-259/91-11,50-260/91-11 & 50-296/91-11 on
910325-29 & 0415-19.No violations or deviations noted.

WILSON.BA Region 2 (Post 820201). 91/05/30. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58010:288-58010:301.

-9106060111 Insp Repts 50-259/91-11,50-260/91-11 & 50-296/91-11 on 910325-29 &
0415-19.No violations or deviations noted.Major areas inspected:previous open items
& concerns re safety related piping sys.

CHOU.R.C.,   BLAKE.JJ.   Region   2   (Post   820201).   91/05/23.   12pp.   58010:290-
58010:301.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106110166 Forwards insp repts 50-259/91-20,50-260/91-20 & 50-296/91-20 on
910513-17,No violations or deviations noted.

WILSON.BA Region 2 (Post 820201). 91/05/31. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 57998:166-57998:173.

-9106110174 Insp repts 50-259/91-20.50-260/91-20 & 50-296/91-20 on 910513-17,No
violations or deviations noted.Major areas inspected:thermal expansion program.piping
vibration monitoring program & results of sys 10-yr hydrostatic test.
LENAHAN.J.,   BLAKE.J.   Region   2   (Post   820201).   91/05/30.   5pp.   57998:169-
57998:173.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl,

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/06/03,
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours" Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106270067 Forwards insp repts 50-259/91-17,50-260/91-17 & 50-296/91-17 on
910429-0510 & notice of violation.

WILSON.B.A. Region 2 (Post 820201). 91/06/11, NAUMAN.D.A. Tennessee Valley
Authority. 5pp. 58223:035-58223:053.

-9106270074   Notice   of   violation   from   insp   on   910429-0510.Violation   noted;on
910430,four listed separation hold orders were placed on equipment in plant w/o
completion of hold order form SDSP-216.
WILSON.BA Region 2 (Post 820201). 91/06/11. 2pp. 58223:040-58223:041.

-9106270078   Insp  repts  50-259/91-17,50-260/91-17  &  50-296/91-17   on   910429-
0510. Violations    noted.Major   areas   inspected:review    of    operational    interface
control,personne<l access control, design & mods.secondary containment & fire protec-
tion.
PATTERSOKCA,    KELLOGG.P.    Region   2    (Post   820201).    91/06/10,    12pp.

9106270387 Forwards fitness-for-duty insp repts 50-259/91-18, 50-260/91-18 & 50-
296/91-18 on 910430-0503 & notice of violation.NRC concerned because violation
raises questions about supervision of plant collection facility.

WILSOKBA Region 2 (Post 820201). 91/06/11, NAUMAN.DA Tennessee Valley
Authority, 4pp. 58233:156-58233:170.                                                                            y

-9106270393 Notice of violation from insps on 910430-0503.Violations noted:rear door
to designated collection site found open & unattended.allowing potential for unauthor-
ized personnel access during collection & storage of specimens.
WILSON.B.A. Region 2 (Post 820201). 91/06/11. 2pp. 58233:160-58233:161,

-9106270396 Insp repts 50-259/91-18,50-260/91-18 & 50-296/91-18 on 910430-
0503.Violations noted.Major areas inspected:fitness for duty program,including licens-
ee policy.program administration & key program processes.

TOBIN.W.J., THOMPSON.D.H., MCGUIRE.D.R. Region 2 (Post 820201). 91/06/05,
9pp. 58233:162-58233:170,

9106270076 Ack receipt of 910524 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-259/91-07, 50-260/91-07 & 50-296/91-07.
WILSON.B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58223:072-58223:074.

9106270096 Ack receipt of 910510 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-259/91-06, 50-260/91-06 & 50-296/91-06.
WILSON.B.A. Region 2 (Post 820201). 91/06/12. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58223:269-58223:271.

9106250141 Responds to NRC 910517 Itr re violations noted in Insp Repts 50-259/91-
08,50-260/91-08 & 50-296/91-08 re failure to control safeguards info.EncI withheld
(ref 10CFR73.21).

MEDFORD.M.O. Tennessee Valley Authority. 91/06/17. Document Control Branch
(Document Control Desk). 2pp. 58234:309-58234:310.

9106260164 Responds to NRC 910510 Itr re violations noted in Insp Repts 50-259/91-
10,50-260/91-10 & 50-296/9-10.Corrective actions: mod closure process for vacuum
breakers revised & new nuclear power std on equipment clearances issued.
MEDFORD.M.O. Tennessee Valley Authority. 91/06/21. Document Control Branch
(Document Control Desk). 10pp. 58225:346-58225:355.

R. Periodic operating reports & related correspondence

9106180446 Monthly operating repts for May 1991 for Browns Ferry Units 1,2 & 3.W/
910614 Itr.

RATLIFF.S.A., CARIER.P.P. Tennessee Valley Authority. 91/05/31. 10pp. 58172:023-
58172:032.

S. Reportable occurrences, LERs & related correspondence

9106120125 Part 21  rept re failure to comply w/purchase orders when shipping 12
3000#    socket   weld   unions.ASTM   B247   Alloy   6061-T6   &   three   150#   pipe
flanges.ASTM B62 cast brass.Matl supplied following commercial program.
WOOTTON.M.H. Connex Pipe Systems, Inc. 91/04/05. KEPPLER.J.G. Region 3 (Post
820201). 3pp. 58125:238-58125:240.

9106110012 PNO-ll-91-031:on 9l0605,unusual event declared due to loss of primary
containment w/reactor critical.temp at 370 F & pressure at 150 psig.TVA will maintain
unit in cold shutdown until completion of incident investigation.
BERNHARD.R. Region 2 (Post 820201). 91/06/05. 2pp. 57995:079-57995:080,

9106190009 LER 91-010-00:on 910515,24 h limiting condition for operation expired &
sys affected by reactor vessel water level transmitter not declared inoperable.Caused
by inadequate procedures.Personnel trained.W/910611 Itr.

RIDGELL.E.M.,    ZERINGUE.O.J.    Tennessee    Valley   Authority.    91/06/11..  6pp.
58191:014-58191:019.

9106200168 LER 91-011-00:on 910514,standby gas treatment sys was declared inoper-
able following discovery that SGT sys flow was oscillating.Caused by unexpected fail-
ure of dresser coupling seal.Dresser coupling seal repaired.W/910614 Itr.
AUSTIN.S.W.,    ZERINGUE.O.J.    Tennessee    Valley    Authority.    91/06/14.    6pp.
58209:087-58209:092.

9106200144 LER 91-012-00:on 910519,unplanned ESF actuation occurred following re-
actor protection sys bus deenergization.Caused by random equipment failure.Failed
RPS MG set motor removed & replaced.W/910617 Itr.

WETZEL.SA,    ZERINGUE.OJ.    Tennessee    Valley    Authority.    91/06/17.    5pp.
58209:072-58209:076.

9106270339 LER 91-004-01 :on 910326,reactor protection sys actuation occurred.Cause
undetermined.Ground fault in intermediate range monitor channel C detector cable
shield removed.W/ 910624 Itr.

WETZEL.SA,    ZERINGUE.O.J.    Tennessee    Valley    Authority.    91/06/24.    5pp.
58256:102-58256:106.

9106270359 LER 91-006-01 :on 910329,unplanned reactor protection sys actuation
occurred.Caused by unexpected failure of LPRM, LPRM placed in bypass mode & will
be replaced during Cycle 6 refueling outage.W/910624 Itr.

RIDGELL.E.M.,    ZERINGUE.O.J.    Tennessee    Valley    Authority.    91/06/24.    6pp.
58256:107-58256:112.

V. Operator Examinations

9106110038 Confirms 910522 staff meeting to be held in Atlanta,GA to discuss operator
training & ^qualification testing,

WILSON.B.A. Region 2 (Post 820201). 91/05/08. NAUMAN.D.A. Tennessee Valley
Authority, 3pp. 57996:232-57996:234,

DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2

F. Security, medical, emergency & fire protection plans

9106270034 Forwards "Brunswick Nuclear Power Plant Exercise," No deficiencies
identtfied.but four areas requiring corrective actions noted & several items recom-
mended for improvement.

COLLINS,D.M. Region 2 (Post 820201). 91/05/14. EURY.LW. Carolina Power & Light
Co. 3pp. 58222:272-58222:314.

sition.for exam should be forwarded to NRC 60 days prior to exam date.
